Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 8/12/2010 12:53:05 PM 

To: Connolly, Grace (DPH) [Grace.Connolly@state.ma.us]; Dunn, Ceci (DPH) [Ceci.Dunn@state.ma.us]; Hanchett, James 

(DPH) [James.Hanchett@state.ma.us]; Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; Popstefanija, Marija 
(DPH) [Marija.Popstefanija@state.ma.us] 

Subject: DPH Renovations -Morrill I 

Attachments: 2010-8-3 Constr_mtg01.pdf 


Folks, 

Attached are meeting minutes from last week's meeting. Today we are meeting at 12:15 not 11:00. If anyone 
has comments on the minutes please let me know. 

Thanks, 

Stephen 


<<2010-8-3 Constr_mtg01 pdf» 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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